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This Document contains Information affecting the Na- 
tional Defense of the United States, within the mean- 
ing of Title 18, Sections 793 and 794, of the U.8. Code, as 
amended. Its transmission or revelation of Its oontents 
to or receipt by an unauthorized person is prohibited 
by law. The reproduction of this form IS prohibited. 
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COUNTRY East Germany 

SUBJECT East German Export of Physical and 

Chemical Equipment to China 

25X1 

DATE OF INFO. 

PLACE ACQUIRED 



era 


REPORT NO. 

DATE DlSTR. 8 March .1954 

NO. OF PAOES 1 

25XJ 

REQUIREMENT NO. 

REFERENCES 


THE SOURCE EVALUATIONS IN THIS REPORT ARE DEFINITIVE. 
THE APPRAISAL OF CONTENT IS TENTATIVE. 

(FOR KEY SEE REVERSE) 



25 xi mmsm 

An information report with the above heading |~ I 

ZoA\ ia Sue d on 4 November 1953.* The heading of the third column on Page 2 

of the original report should be changed to read IN KILOGRAMS. - 
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1-4^3/167/5/53 

2 semi-micro sets 
for elemental analysis 


2,021,95 

September 1953 

.^238/539/53 

.. _ 

1 set for elemental 
analysis, according to 
** Demist ectt ” , * 


950,95 

July 1953 

^5238/167/7/53 

1 set for elemental 
analysis^, according to 
Dennsiedti 


1^151,60 

September 1953 

/ 5238/431/53 

2 serai-raicro sets for 

elemental ^alysis 


1,901*90 

July 1953 

j" 5238/517/53 

X set* according to 

Jennet edt 


1 ^ 248 , 1 5 

July 1953 

7 5238/367/9/53 

• i 

1 vacuum fractional 
column made from Jena 
glass with standard cut 
■ , arid casing electrically 
heated^ complete 


886,55 

September 1953 

t 5238/167/3/53 

*ir j 

r.; 

1 micro %et 9 1 serai-micro 
p et .with ac ce «* sort « s 


2 s 348 c 15 

September 1953 
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